Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Text 



UNCLASSIFIED 

PAGE 01 ROME 08382 2I0801Z 

15 

ACTION 10-14 

INFO OCT-01 EUR-25 ADP-00 OMB-01 TRSE-00 CIAE-00 INR-10 

NSAE-00 RSC-01 L-03 EB-11 AID-20 AGR-20 RSR-01 /107W 

007412 

P 200944Z AUG 73 

FM AMEMBASSY ROME 

TO SECSTATE WASHDC PRIORITY 0306 

UNCLAS ROME 8382 

.O. 11652: N/A 
TAGS: AORG 

SUB J : REPROGRAMMING TO MEET HIGHER PRIORITY REQUIREMENTS - 1974 
REF : STATE 160063 

1. SMALL SIZE STATE FUNDED STAFF (TWO OFFICERS, ONE FULL- 
TIME SECRETARY AND ONE HALF-TIMESECRETARY) IN FODAG MAKES 
HELPFUL RESPONSE DIFFICULT. ELIMINATION ANY CURRENT 
ACTIVITIES OR REDUCTION FULL-TIME STAFF WOULD SERIOUSLY 
IMPAIR OBJECTIVES OFFICE. CURTAILMENT ACTIVITIES ALWAYS 
POSSIBLE AND SUPPRESSION HALF-TIME SECRETARIAL POSITION MIGHT 
BE CONSIDERED. IT WOULD FREE $3,649 ON ANNUAL BASIS. 

2. ACTIVITIES MOST AFFECTED WOULD BE: 

A. MISSION S REPORTING WASHINGTON AGENCIES ON FAO-WFP 
DEVELOPMENTS AND PROGRAMS AND RECOMMENDATIONS THEREON; 

B. ASSISTANCE WHICH OFFICE PROVIDES OFFICIAL DELEGATIONS 
AND VISITORS; 

C. PURSUANCE VARIETY PROGRAM- ADMINISTRATIVE-PERSONNEL 
MATTERS WHICH MISSION DAILY NEGOTIATES WITH FAO-WFP; 

D. U.S. PARTICIPATION AND LEADERSHIP IN LOCAL GENEVA 
GROUP AND COUNSELOR'S WORK WITH FAO FINANCE COMMITTEE. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ROME 08382 210801Z 

3. POST OFFERED IN LIGHT SERIOUS UNBUDGETED REQUIREMENTS 
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1974 (REFTEL) BUT WITH HOPE WAY CAN BE FOUND AVOID ITS 
TERMINATION. 

4. POST IN QUESTION FINANCED DIRECTLY. VOLPE 
UNCLASSIFIED 

NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 AUG 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973ROME08382 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730827/aaaaatvj.tel 

Line Count: 65 
Locator: TEXT ON-LINE 
Office: ACTION 10 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: STATE 160063 

Review Action: RELEASED, APPROVED 

Review Authority: martinjw 

Review Comment: n/a 

Review Content Flags: 

Review Date: 31 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <31 -Dec-2001 by reddocgw>; APPROVED <28-Jan-2002 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REPROGRAMMING TO MEET HIGHER PRIORITY REQUIREMENTS - 1974 
TAGS: AORG 
To: STATE 
Type: TE 
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